STATUTES AT LARGE

States, and not in conflict with the Rules and Regulations of the Commis-
sion herein distinctively prescribea for the government of particular com-
panies. (Filed, secretary state's office-November 8, 1937.)
Rule 2. Application of Rules. (a) These rules shall apply to any per-
son, firm, or corporation (except municipalities, or agents thereof) which
is now or may hereafter become engaged as a public utility in the business
of furnishing electric current for domestic or commercial consumers with-
in the State of South Carolina.
(b) The rules are intended to define good practice which can normally
be expected. They are intended to insure adequate service and prevent un-
fair charges to the public and to protect the utilities from unreasonable
demands. The cooperation of the utilities with the Commission is presup-
posed.
(c) In any case where compliance with any of these rules introduces un-
usual difficulty, such rule may be temporarily waived by the Commission
upon application of the utility. If in such case compliAnce with the rule
would cost more than the results of such compliance are worth to the
public and consumers of electric current, it may be permanently set aside
by the Commission. (Filed, secretary state's office-November 8, 1937.)
Rule 3. Definition. In the interpretation of these rules, the word "Com-
mission" shall be taken to mean the Railroad Commission of South Caro-
lina; the word "Utility" shall be taken to mean any person, firm, corpora-
tion, except municipality, or agent thereof, engaged in the business of
supplying electric current to domestic, commercial or industrial users
within this State; and the word "Consumer" shall be taken to mean any
person, firm, corporation, municipality or other political sub-division of
the State supplied by such utility. (Filed, secretary state's office-November
8, 1937.)
RECORD AND REPORTS
Rule 4. Records. (a) A complete record shall be kept of all tests and
inspections made under these rules as to the quality or condition of service
which is rendered.
(b) All records of tests shall contain complete information concerning
the tests, including the date, hour, and place where the test was made;
the name of the person making the test, and the result.
All records required by these rules shall be preserved by the utility for
at least two years after they are made. Such records shall be kept within
the State at the office or offices of the utility, and shall be open for ex-
amination by the Commission or its representatives at all reasonable hours.
(Filed, secretary state's office-November 8, 1937.)
Rule 5. Reports to Commission. (a) Each utility shall at such times
and in such form as the Commission shall prescribe, report to the Com-
mission the results of all tests required to be made, or the information con-
tained in any records required to be kept by the utility.
(b) Each utility operating in the State shall make an annual report to
the Commission giving such information as the Commission may direct.
(Filed, secretary state's office-November 8, 1937.)
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